Laffoon, Susan 

From: Laffoon, Susan 

Sent: Tuesday, July 03, 2001 3:12 PM 

To: Hofler, Jennifer L 

Subject: 1R4F Control Charts 


Jennifer, 

I’ve queried the db for all 1R4F samples run with your SCOR requests. See attached excel file. We should get together 
after the holiday to discuss the data (there are some rejected values and I need to explain why). I did some preliminary 
charts of the smoking data, and can show you how to generate those using Statistica, 

At this point, I don't think you have enough data. Take Total RTD for example. You have 45 data values, which would be 
enough for control charts if you were monitoring individual results, When we report an RTD value to you, it is the average 
of 15 replicates. So, if you look at this on the basis of subgroups of 15, you really have only 3 data values to control chart. 

Give me a call and we can discuss this and set up a time to meet. Bev Covitz, our industrial engineer, will be back next 
week. It might be helpful to include her when we get together again. 
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Source: https://www.industrydocuments.ucsf.edu/docs/fplk0001 



